ETag: "1e1546faccb135708df1d4f1d1febea9"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: close
content-length: 21878154
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: Relative intensities and oscillator strengths for 888 lines of Ni I between 2800 and 9900 � from several investigations have been reduced to the absolute scale of Corliss and Bozman and critically compared. New observations of faint lines in the visible and infrared portions of the spectrum are included.
x-archive-meta-cite: J. Res. Nat. Bur. Stand. Sec. A: Phys. Ch., Vol. 69A, No. 2, p. 87
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-creator: Corliss, Charles H.
x-archive-meta-date: 1965
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 2
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 87
x-archive-meta-publisher: National Bureau of Standards
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the
x-archive-meta-title: Oscillator strengths for lines of Ni I
x-archive-meta-volume: 69A
x-upload-date: 2012-06-18T13:49:50.000Z
